XeeLite “Shockless” Serewdrivers 
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XceLite Serewdrivers are made from the - 
est qual Alloy Tool Steel, Each blade is 
individually tested. The Handles, moulded from tough 
“shockless,”” transparent material ilar to Pyralin, will 
stand a reasonable amount of ha ring without splitting 
or burring on the end. Blades are made with either round or 
square Shanks, The latter is preferable on the larger sizes 
so that a wrench may be applied to start stubborn screws. 
Included the assortment illustrated above are two 
Special Screwdrivers equipped with NEON TUBES for 
testing Spark Plugs. The Prices quoted above each Screw- 

driver represent a ubstantial saying over regular retail 
prices. GUARANTEED L YEAR Defective Screwdrivers will be re- 
placed by the factory. 


High Grade Pliers 
Group Hi (5-6-8-10 Inch) 81.50 Set 
















